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Lasers, Mounts and fools 


The Chevy Truck Sportsman's Team Challenge 


America's Most Popular Shooting Sports Event 


Here's How: 
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| Watch on | —— | oe | | THE TOTAL SPORTS NETWORK? 
Check local listings 


mg Attend a Team Challenge Event 


Currently scheduled with more to come: 


¢ Marysville, CA ¢ San Antonio, TX 

° Atlanta, GA ¢ Fort Lauderdale, FL 
¢ Baltimore, MD ¢ Rochester, NY 

¢ Wallingsford, CT ¢ Branson, MO 


m Organize a Team 
Contact your local dealer or Jack Robertson at NSSF (203) 762-1320 


@ Start a Team Challenge 
Contact Larry Ference at NSSF (203) 762-1320 
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Auto Pistols 


Beretta/Taurus 92/99 


¢ Fits Beretta 92SB/92F and Taurus PT99 

¢ See-under type so gun's sights can be used 

¢ Standard Dovetail base 

¢ Any standard dovetail type rings can be used 
(not included) 

¢ Easily installed by replacing gun's disassembly 
lever and release button 
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Browning Buck Mark 
Blue finish #12214 


Colt .45 Auto 


e See-under type so gun's sights can be used 

¢ Standard Dovetail base 

e Any standard dovetail type rings can be used 
(not included) 

¢ Uses slide stop pin to attach 

¢ Elevation adjustments 


Desert Eagle 
Blue finish #12903 
Stainless finish #12904 
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Beretta/Taurus 92/939 
Blue finish #12101 
Stainless finish #12102 


Browning Buck Mark 


¢ Standard Dovetail base 

¢ Any standard dovetail type rings can be used 
(not included) 

¢ Attaches by removing two screws and replacing 
rear sight base 


High Standard Victor 


(Similar to mount shown) 
Blue finish #11610 
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Colt .45 
Blue finish #12533 
Stainless finish #12534 


Desert Eagle 


e Standard Dovetail base 

¢ Integral rings 

¢ Oversized socket head type clamp screws 
and a recoil key to prevent movement 

¢ Allows rear monting of scope 


No Gunsmithing Scope Mounts 


Auto Pistols 


Ruger MK I/II .22 Auto Dovetail 


¢ See-under type so gun's sights can be used 

¢ Standard Dovetail base 

e Any standard dovetail type rings can be used 
(not included) 

¢ Dovetail mount slides on clamping to the receiver 


¢ Fits all models of the Ruger MK I/II .22 and 22/45 


Ruger MK I/II Mono-Mount 
Blue finish #12875 
Stainless finish #12876 


Ruger P85 


¢ See-under type so gun's sights can be used 

¢ Standard Dovetail base 

e Any standard dovetail type rings can be used 
(not included) 

e Attaches by replacing slide stop release lever 

¢ Adjusts for elevation 


Sig 226 Imm 


(Similar to mount shown) 
Blue finish #12103 
Stainless finish #12104 


Smith & Wesson 2206 
Blue finish #12408 
Stainless finish #12409 


Ruger MK I/II Dovetail 
Blue finish #12877 
Stainless finish #12878 


Ruger MK I/II .22 Auto 
Mono-Mount 


e See-under type so gun's sights can be used 
¢ Clamps to gun's frame (has stop pin) 

e Eliminates scope strain 

e Easy on and off with no zero change 


Ruger P85 
Blue finish 
Stainless finish 


#12880 
#12881 


Smith & Wesson 2206 


e See-under type so gun's sights can be used 

e Standard Dovetail base 

¢ Any standard dovetail type rings can be used 
(not included) 

e Slides onto the gun's frame and clamps 

¢ Cross bushing prevents movement 

e Slide can be removed with mount installed 

¢ Also fits S&W 422/622 


Smith & Wesson Model 41 


(Similar to mount shown) 
Standard barrel Blue finish 
Heavy barrel Blue finish 


#12410 
#12411 


No Gunsmithing Scope Mounts 


Revolvers 


Dan Wesson 


e Standard Dovetail base 

¢ Any standard dovetail type rings can be used 
(not included) 

¢ Clamps to the vent rib and up against rib 
supports 

¢ Fits all long barrels 6"+ 


Ruger GP 100 
Blue finish #12873 
Stainless finish #12874 


Additional Models similar to mount shown: 


Colt Python/Mark IV 4" 
Blue finish #12539 
Stainless finish #12540 
Colt Python/Mark IV 6" 
Blue finish #12541 
Stainless finish #12542 
Colt Python/Mark IV 8" 
Blue finish #12543 
Stainless finish #12544 


Dan Wesson Sees 
Blue finish #12603 a 
Stainless finish #12604 


Ruger GP 100 


¢ See-under type so gun's sights can be used 

¢ Standard Dovetail base 

¢ Any standard dovetail type rings can be used 
(not included) 

¢ Full length barrel mount (for 6" barrels only) 

¢ Slides onto gun's barrel and clamps 

¢ Key prevents movement 


Colt Anaconda 


Blue finish #12525 
Stainless finish #12526 
Colt King Cobra 
Blue finish #12537 
Stainless finish #12538 
Taurus 66 

Blue finish #12301 
Stainless finish #12302 


Taurus 669 (vent Rib) 


Blue finish #12303 
Stainless finish #12304 
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Revolvers 


Ruger Blackhawk/Super Blackhawk 


¢ Standard Dovetail base 

¢ Any standard dovetail type rings can be used 
(not included) 

¢ Attaches to gun's rear sight screw hole and clamps 
onto the barrel 

* Replaces rear sight with special inserts 


Ruger Redhawk 


(Similar to mount shown) 
#12888 
#12889 


Blue finish 
Stainless finish 


Ruger Single-Six 
Blue finish 
Stainless finish 


#12892 
#12893 


Smith & Wesson K,L,N Frame 


¢ Standard Dovetail base 

¢ Any standard dovetail type rings can be used 
(not included) 

¢ Replaces rear sight with special insert 

¢ Fits all Smith & Wesson K, L, and N frame guns 
with adjustable sights 


T/C Contender 
Blue finish #12211 


Ruger Blackhawk 


Blue finish #12871 
Stainless finish #12872 
Ruger Single-Six 


¢ Standard Dovetail base 

e Any standard dovetail type rings can be used 
(not included) 

¢ Clamps onto the top of frame with special 
finger clamps and stop pin 

¢ Cylinder can be removed and re-installed with 
out removing the mount 


S&W K,L,N agra ete te tetete 
Blue finish 
Stainless finish 
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Thompson /Center Contender 


¢ Standard Dovetail base 

e Any standard dovetail type rings can be used 
(not included) 

e Attaches to the rear sight mounting holes 


No Gunsmithing Scope Mounts 


Sporting Rifles 


BRNO CZ 527 - Extension Length 


¢ Adapter bases clamp onto the gun's dovetailed 
receiver providing a standard dovetail base 

¢ Gun's sights can be used with the adapter 
base installed 

¢ Quick on and off without zero change 

¢ Extension model allows scope to be mounted 
forward 


BRNO CZ 527 - Standard Length 


Blue finish #14801 
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BRNO CZ 537 
Blue finish #14803 


Charter Arms AR7 Explorer 


¢ Side mount attaches with gun's side plate screw 

* Requires rings for .22 rimfire (not included) 

e Easy on and off, no interference with scope 
adjustment 


HE Sporting 
Blue finish #14300 
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BRNO CZ 527 - Extension 
Blue finish #14802 
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BRNO CZ $37 


¢ Adapter bases clamp onto the gun's dovetailed 
receiver providing a standard dovetail base 

¢ Gun's sights can be used with the adapter 
base installed 

® Quick on and off without zero change 


AR7 Explorer 
Blue finish #14225 


HK Sporting 


¢ Standard Dovetail base 

¢ Fits HK Models 300. 630, 770, 940, SL6, SL7 and 
others having internal mounting dovetails 

¢ Any Standard dovetail type rings can be used 
with models 300, 630, 770, and 940 (not included) 

* Use high rings for models SL6 and SL7 
(not included) 

¢ Secured by two thumb screws 

¢ Quick on and off without zero change 


No Gunsmithing Scope Mounts 


Sporting Rifles 


Rossi .22 Model 62 Pump 


¢ Standard Dovetail base 

¢ Any standard dovetail rings can be used 
(not included) 

¢ Installs by replacing rear sight 

¢ Requires LER pistol scope 


Ruger Mini-14 
Blue finish 
Stainless finish 


#14502 
#14506 


Savage 340 


¢ See-under type so gun's sights can be used 

¢ Standard Dovetail base 

¢ Any standard dovetail type rings can be used 
(not included) 

¢ Attaches to gun's pre-drilled holes 
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Winchester Model 94 
Blue finish #14710 


Rossi .22 Model 62 Pump 


Blue finish #14410 


Ruger Mini-14 


¢ See-under type so gun's sights can be used 

e Standard Dovetail base 

¢ Complete with 1" rings 

¢ Installs by replacing the bolt stop cover plate 

e Attaches by a single knob to the threaded 
cover plate 


Savage 340 
Blue finish 


#14600 


Winchester Model 94 


¢ Fits all 30-30 models 

¢ Side mounting so gun's sights can be used 

¢ Standard Dovetail base 

e Any standard dovetail type rings can be used 
(not included) 

e Attaches to gun's pre-drilled holes on left side 
of receiver 


No Gunsmithing Scope Mounts 


Sporting Rifles 


One Piece Bases 


¢ Fit both long and short actions 
¢ Straightest, strongest and best looking base available 
¢ More scope positioning 
¢ Standard Dovetail base 
¢ Any standard dovetail type rings can be used 
(not included) 
¢ Better alignment than two piece bases 
¢ Use with long or short scopes 


One-piece base replaces Weaver® 
Front & Rear Base noted 

** drilling and tapping required 

- Weaver® numbers not available 


15000 Browning- A Bolt .22 rifle short long action 47 47 
15002 BAR - - 
15010 Mauser - 98 large ring long/standard** 45 46 
15012 91/93/95/96 small ring** 45 46 
15015 Mark X Mini short action - - 
15020 Parker-Hale 45 46 
15021 Parker-Hale Midland - 
15026 Remington 740/742/760 - 62 
15028 Ruger 10/22 Full size Dovetail 
(Also see Accuracy bases p. 15) - TOS 

15031 Savage 110 (right & left hand) 61 46 


15034 Thompson/Center Hawken 15/16 - - 


Rings 


Dovetail Rings 


¢ Lightweight and high strength rings 

¢ Clamps scope to any standard dovetail base 
¢ Available in blue or stainless finish 

¢ Wrench included with each pair of rings 


l inch ring Blue finish #10030 
Stainless finish #10031 

linch "High" ring Blue finish #10035 
Stainless finish #10036 

3/4 inch ring Blue finish #10034 

30mm ring Blue finish #10032 wns seine 
Stainless finish #10033 
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Shotguns 
Shotgun "Saddle" Mounts 


¢ Standard Dovetail base 

e Any standard dovetail type rings can be 
used (not included) 

¢ Attaches to gun's side with all hardware 
included 

¢ Easy on and off 


¢ Blue finish 
Mossberg 712/5500 
12 ga. #16550 Remington 870/1100 
: 12 ga. #16800 
Browning A-5 (Available Fall 1993) 12 ga. left hand #16801 
12 ga. #16205 20 ga. (light weight) #16087 
USRAC/Winchester 
1200/1300/1400/1500 
12 ga. #16900 
Browning BPS 
12 ga. #16250 
Ithaca 37, 87 
12 ga. #16337 


Mossberg 500 
12 ga. #16500 
Mossberg 835 
12 ga. #16585 
Airguns 
is mets Bact Precision Airgun 
1} 0} © 
¢ Fits Beeman/Walther/RWS 
¢ Standard Dovetail base 
| ® e Any standard dovetail type rings can be used 
Ue liv r (not included) 
Precision Airgun e Elevation adjustment 
Bluefinish #17002 ¢ Clamps on with oversized clamp screws 
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Military 
AK 47 


e Receiver mount for Chinese models (except Legend) 
¢ See-under type so gun's sights can be used 
¢ Standard Dovetail base 
¢ Complete with 1" rings 
¢ Clamps between the gun's handle and 
receiver bottom 
* Does not need to be removed for cleaning 


AK 47 Handguard Mount ar tit ee 
cee Blue finish #18502 
Blue finish #18501 


AR 15/16 NATO See Thru 


e Standard Dovetail base 

¢ Complete with 1" rings 

¢ Attaches to the gun's handle by a large 
thumb screw knob 

¢ Base is removed and installed without 
zero change 


AR 15/16 NATO See Thru 
Blue finish #18526 


AR 15 Flat Top 


¢ Base complete with integral rings 
¢ Attaches to gun's dovetail by large thumb 

screw knobs re 
¢ Base is removed and installed without zero 
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change 

AR 15 Riser = 

¢ Dovetail Base riser mount AR 15 Flat Top 

¢ Flat top adapter raises scope over Blue finish #15150 
front sight 


Blue finish #15100 


1917/P14 Enfield 


¢ Standard Dovetail base 

¢ Complete with 1" rings 

1917/P14 Enfield ¢ Attaches to tapped hole in gun's receiver 
Blue finish #18550 
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Military 


FN-FAL/LAR 


¢ See under type so gun's sights can be used e Slides onto receiver and clamps 
¢ Standard Dovetail base ¢ No cover change or alteration required 
7 Gomplote with tags Blue finish #18510 


FN 49 


e Standard Dovetail base 

¢ Complete with 1" rings 

¢ Replaces the rear sight and mounts on 
Blue finish #18551 the gun's receiver 


HK 91/93/94/MP5 


e See-under type so gun's sights can be used 
¢ Standard Dovetail base 
¢ Complete with 1" rings 
e Snaps over the gun's receiver and locks with 
a single knob 
® Quickly removed and replaced without a zero change 


HE 91/93/S4/MP5 
Blue finish #18513 


M1A/M14 


¢ See-under type so gun's sights can be used 

¢ Both NATO Stanag and Standard Dovetail provisions 
¢ Complete with 1" rings 

e Attaches to gun's tapped hole 

¢ Quick on and off with single knob attachment and 
MIA/M14 returns to zero 

Blue finish #18514 ¢ Elevation adjustment to help align scopes 


1] 
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Military 


M1 Garand 


¢ Standard Dovetail base 
¢ Complete with 1" rings 
¢ Attaches to rear sight brackets and clamps 
on to the receiver's left side at forward end 
¢ Offset to the left to allow loading 
¢ Elevation adjustments so any scope can be used 
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S98 German Mauser 
Blue finish #18561 


30 M1 Carbine 


* See-thru type so gun's sights can be used 

¢ Mono-mount with l" integral ring 

¢ Clamps a LER (pistol) scope to the barrel just 
ahead of the gun's gas cylinder or out near the 
end of the barrel 

¢ No interference with the gun's upward ejection 

¢ Handguard modification required 


SKS 56 Receiver 
Blue finish #18563 


M1 Garand 
Blue finish #18554 


98 German Mauser 


¢ Standard Dovetail base 

¢ Complete with 1" rings 

¢ Replaces rear sight leaf 

¢ Elevation adjustment so any LER (pistol) 
scope can be used without a change in zero 


96 Swedish Mauser 


(Simllar to mount shown) 
Blue finish #18559 


30 M1 Carbine 
Blue finish #18575 


SKS 56 Receiver 


e See-under type so gun's sights can be used 

¢ Standard Dovetail base 

¢ Complete with 1" rings 

e Attaches to the receiver by replacing cover 
retaining pin 


SKS 56 Handguard 


e Attaches to the gun's upper handguard 
¢ Mounts a LER (pistol) scope forward 
Blue finish #18562 
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Military 


SKS 56 Quick Detachable 


¢ Receiver Mount 

* Requires drilling and tapping (Use #T8567) 

¢ Standard Dovetail base 

¢ Complete with 1" rings 

e Easy on and off with large thumb screw knob 


K ick Detach 
Drill Jig with Tap & Drill #T8567 Sa a ae Bl 


SMLE MKI #4, #5 


e See-under type so gun's sights can be used 

¢ Standard Dovetail base 

e Complete with 1" rings 

¢ MKI mount slips over the gun's receiver and attaches 
to the gun's ejector screw and rear sight cross- pin 


Mount available for the MKIII #1 attaches to the gun's 
ejector screw and clamps to the gun's receiver 


MKI #4,#5 SMLE MKIII #1 


Blue finish #18564 Blue finish #18565 


1903 Springfield 


¢ See-under type so gun's sights can be used 

¢ Complete with 1" rings 

¢ Replaces the gun's magazine cut-off 

¢ Quick on and off without a change in zero 

¢ Windage and elevation adjustments 1903 Springfield 
Blue finish #18477 


= UZI 


¢ See-under type so gun's sights can be used 

¢ Standard Dovetail base 

¢ Complete with 1" rings 

¢ NATO Stanag scope mount provisions for 
military specifications 

* Slides onto gun's top cover 

UZI ¢ Cover with mount installed can be removed 

Blue finish #18516 and replaced with no zero change 
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Competition Mounts 


CZ 75/Tanfoglio - Pro-Pointe 
Standard 


¢ Pro-Point® mount fits both guns and their clones 

¢ Attaches to tapped holes on one side of gun 

¢ Mount requires a drilled and tapped Pro-Point® Scope 

* Pro-Point®drill jig #T1111 and CZ drill jig #T1236 
required 

¢ Gunsmithing required 


#12032 
#12033 


Blue finish 
Stainless finish 


CZ 75/Tanfoglio - Pro-Pointe 
Swept Back 


* Pro-Point® mount fits both guns and their clones 

¢ Attaches to tapped holes on one side of gun 

¢ Mount requires a drilled and tapped Pro-Point® Scope 

* Pro-Point® drill jig #T1111 and CZ drill jig #T1236 
required 

¢ Gunsmithing required 


Para-Ordnance 1911 
Blue finish #12050 
Stainless finish #12051 
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#12030 
#12031 


Blue finish 
Stainless finish 


CZ 75/Tanfoglio - Dovetail 


¢ Same mount fits both guns and their clones 

e Attaches to tapped holes in both sides of 
gun with 8-40 special gear drive head screws 

¢ Any standard optical sight and dovetail 
rings can be used (not included) 

¢ Drill jig #T1235 required 

¢ Gunsmithing required 


#12034 
#12035 


Blue finish 
Stainless finish 


Colt/Para-Ordnance 1911 - 


Pro-Pointe 


¢ Mounts a drilled and tapped Pro-Point® Scope 

¢ Mount attaches to the thickest metal and least 
critical point of gun above the left side grip 

¢ Provides the lowest and least parallax 
Pro-Point® mounting 

¢ Pro-Point® drill jig #T1111 required 

¢ Para-Ordnance drill jig #T1265 or Colt drill jig 
#T1245 and gunsmithing required 


Colt 1911 
Blue finish #12044 
Stainless finish #12045 


Competition Mounts 


Colt/Para Ordnance 1911 - Dovetail 


¢ Attaches to tapped holes on one side of 
gun with 8-40 special gear drive head screws 
e Any standard optical sight and dovetail rings 
can be used 
¢ Drill jig #T1245 required 
¢ Gunsmithing required 


Para-Ordnance 191] Colt 1911 
Blue Finish #12056 Blue finish 4 oe 
Stainless Finish #12057 Stainless finis 


eases 
z ° angry ° 
i TO) | 
4 o “oe 


\ ‘ ©) 
— Ruger 10/22 Accuracy Bases 
—— ~=Blue finish #14010 


* Dovetail bases that are screwed to the gun's 
barrel to eliminate any receiver to barrel 
connection inaccuracies 

¢ Two (2) 8x40 screws included for installation 

¢ Competition base for rebarreled heavy barrels 


O e Standard base for standard barrels 
Blue finish #14012 ¢ Gunsmithing required 


Standard Barrel  Siainless finish #14013 


Stainless finish #14011 
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Pro-Pointe Drill Jig 

¢ Provides automatic hole location for direct 
mounting of Pro-Points (no rings needed) 

¢ Eliminates tube deflections and possible breakage 

¢ Automatically locates (4) 8-32 tapping holes in flat 
side of turret for direct attachment with screws 


© (1) #29 tap drill, (1) bottom tap and (1) plug tap included 
also included with wrench bit Pro-Point Drill Jig #T1111 
To 00° CZ 75/Tanfoglio Drill Jig 
Tanfoglio guns 
¢ Jig automatically locates holes without measuring and 
@ One (1) #28 drill and (1) 8-40 tap is included 
Pair (L.H. & R.H.) #T1235 ¢ Left side jig #11236 required for Standard and Swept-Back 


¢ Four (4) special gear drive 8-32 attach screws 
¢ For drilling and tapping factory holes in CZ 75/ 
oe indexes using slide stop pin. Hardened drill-guide 
000 e bushings assure straight holes. 
L.H. only #T1236 mounts. Pair of jigs #T1235 required for Dovetail mount 


1911 Drill Jig 


¢ Automatically locates holes without measuring 
with precision and hardened drill guide bushings 

¢ For use with Colt 1911 and Para-Ordnance 1911 
competition scope mounts 

° Jigs are located by grip screw holes for 
fool-proof drilling and tapping 

© One (1) #28 drill and (1) 8-40 tap is included Colt 1911 #71245 

Para-Ordnance #T1265 


Re) 


Laser Sights & Mounts 


Sealed circuitry 


Lockable Adjustments, Uses Common Batteries 


3/4" tube diameter, 


Pulsating Beam 3" in length 


Smw Power 


Interchangeable Mounting 
Options allowing movement Lifetime Warranty 
from gun to gun 


Toggle and Momentary 
switch options available 


. Blue finish #30000 
BSL Laser Sight Sfainless Guish #30001 


Beretta 92SB 


¢ No Gunsmithing 

¢ Under Barrel Laser Mount 

¢ For use with any 3/4" diameter 
laser sight or light 


(Similar to mount shown) 


Beretta 92F/Taurus PT99 


Blue finish #22105 
Stainless finish #22106 
Beretta 92SB Colt 45 Auto 
Blue finish #22101 Blue finish #22533 
Stainless finish #22102 Stainless finish #22534 


Desert Eagle 


¢ No Gunsmithing 

¢ Under Barrel Laser Mount 

¢ For use with any 3/4" diameter 
laser sight or light 


Desert Eagle 
Blue finish #22201 
Stainless finish #22202 
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Laser Sights & Mounts 


Trigger Guard Laser Mounts Available March 1993 


¢ Integral Switch 

¢ Fitted Trigger Guard Clamp 

¢ No Gunsmithing 

¢ For use with BSL Laser Sight 

¢ Provides maximum finger clearance 


Beretta 92F/Taurus PT99 G 

Blue finish #22602 lock 

Stainless finish #22603 Blue finish #22601 

Ruger P85/89 S & W Large Frame Autos 

Blue finish #22604 Blue finish #22608 

Stainless finish #22605 Stainless finish #22609 Glock 
Sig 226 Colt .45 Auto 

Blue finish #22606 Blue finish #22610 

Stainless finish #22607 Stainless finish #22611 


Smith & Wesson "L" Frame 


¢ No Gunsmithing 
¢ Clamp-On Under Barrel Laser Mount 
¢ Fits S&W Models 686 and 586, 

and Taurus Model 66 
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(Similar to mount shown) 


Colt King Cobra/Python MKV 


Smith & Wesson "L' Frame 


Blue finish #23401 Blue finish #22537 

Stainless finish #23402 Stainless finish #22538 
Ruger GP 100/ Security 6 
Blue finish #22873 
Stainless finish #22874 


Smith & Wesson "J" Frame 


¢ No Gunsmithing 
¢ Top Strap Clamp Laser Mount 


° Fits all S&W "J" Frame Revolvers Smith & Wesson "J' Frame 


Blue finish #23501 
Stainless finish #23502 
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Laser Sights & Mounts 


Quick Detachable Laser Mounts 


¢ No Gunsmithing 
e Attaches to ejector rod 


Taurus 66/69 
Blue finish #22301 
Stainless finish #22302 
Smith & Wesson Model 16, 17, 19, 
586, 25, 27, 29 

Blue finish #22403 

: Smith & Wesson Model 64, 65, 10N 
Smith & Wesson Model 10, 13, 15 e Aline finite 00402 
Blue finish #22401 


Smith & Wesson Model 19N, 66, 617, 586N, 686, 29N, 625 (long barrel), 629, 657 
Stainless finish #22404 


Universal Scope 


Tube Clamp 

¢ No Gunsmithing 
Scope Tube Clamp ¢ Clamps laser sight to any 1" tube 
Blue finish #25500 ¢ Mounts on any scoped gun without 
Stainless finish #25501 removing the scope 


Under Barrel Clamp Mounts 


° No Gunsmithing 
¢ Available for both Rifles and Shotguns 
¢ Provides unobstructed use of gun's sights 


AR 15-A2 
eer a = Mini-14, 30 M1 Carbine, AR 15-Al, 
HK 91/93/94, SP89, MP5 FN-LAR/FAL, SKS, AK 47 
Blue finish #28525 Blue finish #28184 
9 Stainless finish #28185 
trat 
ae aeiear #08596 Remington 870/1100, Mossberg, USRAC, 
Daisy 44 Magnum Airgun 
UZI Blue finish #26160 
Blue finish #28527 Stainless finish #26161 
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Bipods 


¢ Available in two attachment methods- 
Barrel Clamp and Swivel Stud 

¢ No Gunsmithing or stock alteration 

¢ Bipods swivel 15 degrees for instant 
leveling on uneven ground 

* Coil Spring Suspension 


¢ Machined, No Stampings 

¢ Knurled Locking Lug 

* Folds Clean, No Springs, S 

Levers or Protrusions (\ 

¢ Non-Marring, Non-Sinkable Foot ES 

¢ Extendable Legs = 

* Quick set up - legs pull down and lock 

* New Matte Black finish Swivel Stud Attachment 

¢ Weighs Approx. 10 oz. 
Extends from 11" to 17" 
Blue finish #A6002E 
Stainless finish #A6003E 
Extends from 7" to 11" 
Blue finish #A6004E 
Stainless finish #A6005E 


Barrel Clamp Attachment 
(.580-.650 diameter) 


Extends from 11" to 17" 


Blue finish #A6020E 
Stainless finish #A6021E 
Extends from 7" to 11" 

Blue finish #A6022E 
Stainless finish #A6023E 


Folded Barrel Clamp Bipod 
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Shooting Accessories 


"Texas Twister" Choke Wrench 


¢ Inserts into the choke tube so it can be cranked 
in or out of the bore 

* Incorporates a bore guide to prevent crooked 
starts and damaged threads 

¢ Holds the choke for easy handling 

* Bore guide rotates inside protective rings to 
prevent bore damage 

¢ T-handle breaks stubborn tubes loose so they 
can be cranked out 

¢ Available for most popular 12 ga. shotguns 


r 


r/ 
~ 


Foie [i 


ey 
=) 
vif \ 
fo 


Briley #A5012 

Beretta #A5112 \ 

Browning Invector #A5212 

Browning Plus #A5312 Tube Lube.,, 

Mossberg #ASAI2 ¢ Anti-seize Lubricant prevents stainless 

Weatherby #A5512 tubes from galling 

Sram sal pee * Once removed, coat chokes with this 
gor non-toxic, anti-corrosive grease 

SKB #A5912 

Winchester #A5812 1/4oz. #A4001 


1/20z. #A4002 


Rifle Rest 


* Portable "fold-up" Rifle Rest 

¢ Folds to a compact 4"x 4"x 10" 

° Unfolds to a rugged 13" diameter 
with a 4" to 8" height adjustment 

¢ Steel legs with screw feet 

¢ Flat platform for attaching bags 

° Weighs 8lbs. 


Rifle Rest #A1400 
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Shooter's Tools 


Bore Sighting Tools 


Laser Bore Sighter Bracket 


¢ Use with the BSL Laser Sight to accurately "bore sight" 
any firearm without test firing 

¢ Clamp the BSL in the bracket and attach to barrel spud 

* Scopes, laser sights, and iron sights can be quickly 
adjusted to "perfect zero" using this system Laser Bore Sighter Bracket #29001 


Bore Sighter Spuds 


¢ Barrel Spuds adjust to fit most calibers 
® Use with any bore sighter or alignment tool 


Individual Bore Sighter Spuds 
22 cal. to .270 cal. #T0406 
Adjustable Bore Sighter Spuds 7mm to.35cal. #10407 
(Set of 3) #T0410 385cal.to.45cal. #T0408 


Universal Shotgun Spud 


° Fits all 12 through 20 ga. bores 

¢ Spud expands inside the open bore and the choke 
bore to align the bore-sighter 

¢ Centers all bores and chokes, even if not true round 


5  ii-— 


Muzzleloader Spud Shotgun Spud _—-#T1695 
Fits 45 cal. - 60 cal #T1411 


Universal Offset Spud 


¢ Provides higher mounting of the bore sighter 
when aligning scopes and sights on shotguns 
and military rifles. 


Universal Offset Spud #T1031 
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Shooter's Tools 


Scope/Sight Tools 


Cross Hair Square 


¢ Accurately sets scope's vertical reticle position 
and determines front sight ramp vertical 

¢ Squares the indexline with the bore 

¢ Fits into the receivers of most bolt action 
centerfire rifles 

¢ Made of optical clear plastic that will not mar 
the finish of the gun 


Front Sight 
Adjustment Tool 
#T1100 


Rear Sight 
Adjustment Tool 


¢ Tool fits into the gun's slide grooves to prevent 
marring the gun's finish 

¢ Brass tipped jack screw pushes to adjust or 
remove the rear sight 


Extra Clamp Plates 


Colt .45 #T1255 

Beretta/Taurus #T1256 

Smith & Wesson #T1257 

Glock #T1258 

Sig #T1259 
Weaver #T1050 
Redfield/Ruger #T1011 
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Cross Hair Square #T1001 


Front Sight 
Adjustment Tool 


¢ Adjusts dovetail sights without hammering 
or damage 

¢ Tool has two hardened posts opposite a pusher 
ram which extends or retracts by turning the 
brass screw 

¢ All parts are precision made and replaceable 


Rear Sight Adjustment Tool 


Colt .45 #T1250 
Beretta/Taurus 92/99 #T1251 
Smith & Wesson #T1252 
Glock #T1253 
Sig #T1254 


Scope Mount Wrenches 


e Wrenches prevent marring and burring of slot 
nuts and insure maximum tightness 

¢ Weaver wrench fits the large ring clamp nut on 
the side of rings and over the end of the screw 

¢ Redfield wrench also fits Ruger rings 


Shooter's Tools 


All Purpose Tools 


Arbor Press 


e Super Mag arbor press for precision reloading 
has twin posts for "no-spring" 
¢ Easily resizes all caliber brass 
¢ Press head is fully adjustable 
¢ Ram has spring return and replaceable brass caps 
¢ Handle is adjustable for right or left-handed use 
¢ Lightweight and portable 


Arbor Press #10050 


Brass Drifts 


¢ Set of two knurled, solid brass punches 
eDrive out gunsights and large pins 


: without damage 
Brass Drifts #T0018 ¢ Diameters of 1/4" and 3/8" 


Triple Head Brass Hammer 


¢ Three interchangeable heads, including brass, 
steel, and nylon 

¢ Knurled brass drift pin stores inside the handle 

¢ Weighs 10 oz. 


Triple Head Hammer #T0010 


Brass Hammers 


¢ Traditional Gunsmith hammers 
¢ Solid brass headed hammers are perfect for 
dent removal and setting work in machine 


tool vises 
¢ Available in two sizes, 5 oz. and 2.5 oz. 
5 oz. Hammer #T0012 
2.5 oz. Hammer #T0008 
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Shooter's Tools 


All Purpose Tools 


Jeweling Kit 


¢ Jeweling decorates and protects bolts and other 
metal parts 

¢ Fine wire brush charged with oil and abrasive 
compound, mounted in a drill press, makes a 
series of full circular polished spots on a round 
surface such as a rifle bolt 

¢ The bolt-dex fixture holds and rotates the bolt to 
the indexed positions 

¢ Kit comes complete with fixture, brushes, 
compound and two brush O-rings 


Extra Compound #10136 


Extra Brushes #T0137 
Jeweling Kit #T0135 

—————— Needle File Set 
EE 
ea eee e Die makers' needle files come in 12 different 
———— OE shapes wrapped in a handy plastic case 
FEE ¢ Each file is 5.5" long and made of heat- 
ee 
ee Te treated steel 


Needle File Set -Medium Cut "0" #T0077 


Pin Punch Set 


* Ball bearing inside the handle to allow maximum 
tightening, as well as provide a super hard contact 
in the handle for the hardened pins 

¢ Easy replacement of pins 

¢ Set includes three punches, .039", .060", and .091" 
plus three extra pins 


Pin Punch Set #T0020 
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Shooter's Tools 


All Purpose Tools 


Recoil Pad Jig 


¢ Installs recoil pads perfectly with no stock damage 

¢ No sander alteration required. Use with any table, 
disc, or belt sander. 

¢ Guaranteed perfect fit 

¢ All shaping and finishing is done completely off | 
the stock Recoil Pad Jig #T0150 


Screw Holder 


¢ Holds screws to grinder for shortening, 
chamfering or pointing 

¢ Knurled retainer cap holds any #6 or #8 
scope screw 

Screw Holder #T0038 ¢ Precision made tool 


screw Pitch Gauges 


¢ Available in both American and Metric sizes 
e American gauge pitches 51 blades, 4 through 84 
¢ Metric gauge has 24 blades, 0.25 to 6mm pitch cap 


Screw Pitch Gauge - American #T0034 
Screw Pitch Gauge - Metric #T0035 


q_--— +— _ Sling Swivel Installation Kit 


¢ Installs swivels without risk of damage to stock 
2 AE ¢ Used with a 1/4inch electric hand drill orina 
- B-SQUARE SWIVEL JIG drill press 
vie meet ¢ Includes 5/32" diameter drill, 7/32" diameter safety 
Saleen tlc counterbore drill and #10 diameter drill 


Sling Swivel Installation Kit #T0114 
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Shooter's Tools 


All Purpose Tools 


Steel Stamping Guide 


¢ Marks letters and numbers on rounded barrels 
or flat surfaces 

¢ Aligns and correctly spaces up to 20 - 1/16" 
characters or 13 - 3/32" characters 

¢ Clamp included for stamping barrels 

° Specify 1/16" or 3/32" spacers when ordering 


Steel Stamps 

Steel Stamping Guide #T0060 
e Available in two sizes - 1/16" or 3/32" 
e Letter sets include "&" and 26 letters 


¢ Number sets consist of 9 characters y 
¢ Made of steel that will stand the gaff, 1/16" Letters #TO065 
and the character end is hardened to kK 1/16" Numbers #TOO66 


prevent chipping and battering 3/32" Letters #T0067 
3/32" Numbers #T0068 


Tru-Tapper 


e Precision tap guide that guarantees straight 
threaded holes 

e Eliminates tap guide bushings, centers and 
other cumbersome methods 

¢ Ball handles allow complete feel and control 
of the tap 

e Use with any drill press, vertical mill, jig bore 
or lathe 

¢ Holds any tap up to #12 with its precision 
adjustable chuck 


Tru-Tapper #T0100 
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Gunsmith Iools 


Action Wrenches 


¢ Use to remove a barrel without damage 
¢ Made of heavy steel 

¢ Fits against flat bottom rifle receivers 

¢ Machined to fit bolt lug grooves Universal Action Wrench #T1520 
¢ Specify model when ordering M1A/M1 Garand Action Wrench #T1518 


Adjustable Bushing Wrench 


¢ Improved adjustable firing pin wrench 
¢ Hardened pins are replaceable, extra set included 
Adjustable Bushing Wrench #T1584 ¢ Pins adjust from 4mm to 1lmm spacing 


Barrel Press 


¢ Straightens any shotgun or rifle barrel, including 
vent ribbed barrels 

¢ Heavy steel beam with adjustable hangers to 
support the barrel under the press screw 

¢ Special bushings included to protect the rib 

¢ Completely adjustable and portable 

e Press screw force is just right to allow feel so 
you don't overbend Barrel Press #T1640 


Barrel Sight Drill Jig 


¢ Drills perfect holes for sights in all round barrels 

¢ Precision "V" block type drill guide with two #31 
bushings located 0.5625" apart to match the Williams 
Guide, Remington, Winchester and other rear sights 

¢ Installs shotgun front bead sights as well as 
ramp-type sights for rifles 

¢ Easy to use. Centers one or both holes on any round 
barrel up to a 1" diameter 

Barrel Sight Drill Jig #T1125 ¢ Includes #31 drill and 6x48 tap 
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Gunsmith Tools 


Barrel Vise 


¢ Vise securely holds the barrel in a bushing enabling 
the B-SQUARE Action Wrench (or other method) to 
easily rotate the action 

¢ Mount permanently or hold in a large bench vise 

¢ Small enough to "swing in a lathe" for barrel fitting 


Barrel Vise #T1515 


Barrel Vise Bushings 


¢ Adapts B-SQUARE barrel 
vise to different barrels 


¢ All split bushings 
Enfield #T1517 Sporter #T1525 
MIA/M1 Garand #711519 Springfield #T1524 
Mauser #T1521 Solid (for machining) #T1528 
Model 70 #T1522 3/4" #T1526 
Remington #T1523 7/8" #T1527 


Browning Firing Pin Wrench 


¢ Firing pin bushing removal wrenches for Browning 
Citori, BT99, etc. guns 

¢ Use with any standard socket set 

¢ Heat-treated pins are easily replaceable. Extra pins 
included with each wrench 

¢ Specify two or three holes when ordering 


Two Hole #T1662 
Three Hole #T1663 


Floor Plate Release Button 


¢ Modernize Classic Military Rifles 

¢ Fits Mausers, Springfields, 1914 and 1917 Enfields 

¢ Installs in floor plates 

¢ Machined from blue steel and includes cross pin 
and release button 


Floor Plate Release Button #T1806 


28 


Gunsmith Tools 


Fore End Wrench 


¢ Removes or installs fore-end slide tube 
recessed nuts 

¢ Notched blade to fit into nut-slots 

* Easy to use ball tee handle 

¢ Specify model when ordering 


Remington 870 #T1622 
Smith & Wesson #T1623 
Winchester/Mossberg #T1624 


Rib Center Drill Jig 


¢ Locates and guides drill on exact center 
of any rib for sight and mount installation 
¢ Precision made with hardened drill guide 
bushing 
° Includes #45 drill and 3x56 tap for shotguns 


UL ETT Bae 


TT aor 


Rib Center Jig #T1120 


Rifle Bolt Extractor Rivet Set 


¢ Stakes bolt rivets on all Remington centerfire 
rifle bolts (using an extractor rivet) 

¢ Rifle bolt and extractor are placed on the 
hardened anvil (rivet stem up) with the rivet 
under the set punch. The punch stakes the rivet 
neatly in the bolt. 

¢ Use on the bench or hold in a bench vise 


Rifle Bolt Extractor Rivet Set #11475 
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Gunsmith Tools 


scope Mount Drill Jig 


¢ Aligns holes with the bore by use of a precision 
ground arbor inserted into the receiver in place 
of the bolt 

¢ No measuring required 

¢ Drilling matches all holes in Mausers, Springfields, 
1917 Enfields and similar bolt action rifles 

¢ Includes precision hardened #31 drill guide 
bushing and 6x48 tap 


Scope Mount Drill Jig #T1878 


Vise Jaws 


¢ Converts bench vise to hold barrels safely 
with no damage 

¢ Holds both round and octagonal barrels 

* Constructed of heavy non-marring aluminum 

¢ Jaws securely clamp the barrel, holding it for 
unscrewing breech plugs, adjusting sights, 
cleaning, etc. 

Vise Jaws  #T1510 ¢ Fits all vises 


Gunsmith Base Material 
¢ Blue finish, 10" lengths 


.147 high, 1.29 diameter Remington Front #B4147 
.222 high, 1.29 diameter Mauser Front #B4222 | 
.272 high, 3.90 diameter Remington Rear #B4272 : 
.396 high, 1.05 diameter Mauser Rear #B4396 
368 high, 2.69 diameter | Winchester Rear #B4368 
370 high, flat Marlin, Universal use #B4370 
896 high, 1.17 diameter #84397 | 
650 high, flat #B4650 lr 
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Screw Kits 


Base Screws 
Redfield/Leupold/Buehler/Burris Base Screws 


(includes 3/32 wrench) Ciocsatite \\) 


6-48 x 0.235 (5) #SB235 

6-48 x 0.295 (5) #SB295 

6-48 x 0.345 (5) #SB345 

6-48 x 0.395 (5) #SB395 

6-48 x 0.550 (5) #SB550 

8-40 x 0.185 (5) #SB185 

8-40 x 0.250 (5)  #SB250 Z) 

8-40 x 0.315 (5) #SB315 ZZ) 

8-40 x 0.505 (5) #SB505 ZY, 
Weaver Base Screws (includes 3/32 wrench) O) 

6-48 x 0.288 (5)  #SBW28 W 

6-48 x 0.255 (5) #SBW25 Ws 

6-48 x 0.180 (5) #SBW18 

8-40 x 0.245 (5) #SBW24 \ 
Anschutz, Krico, Walther Base Screws (includes 3/32 wrench) Sy 

3.5mm x 0.6 (5) #SWAKW 


Base Windage Screws 
(includes 1/8 wrench) (2) #SBWSI 
(Buehler, Conetrol, Leupold, Redfield) 


Ring Screws = Wrenches Included 


Redfield/Burris Frontier - 6-40 x 0.255 (10) #SR640 
Redfield Jr./Sr. 5-44 x 0.355 (10) #SR544 
Redfield 3200 6-48 x 0.295 (10) #SR648 
Leupold Standard Ring 8-40 x 0.270 (5) #SR840 
Ruger 77 6-40 x 0.275 (10) #SR647 
Weaver top Ring 6-40 x 0.250 (5) #SRW5 
Weaver tip-off Clamp 6-40 x 0.313 (5) #SRW31 
Weaver tip-off Screws (6) #SR643 
Import, misc. 6-32 x 0.250 (10) #SR632 
Sako Ring 3.5 mm x 0.6 (10) #SR035 


Plug Screws 
6 x 48 (10) #SP648 


Grip Screws - Wrenches Included 


Colt .45 Auto Grip Screws - .150 x 50 Blue (5) #SG150 
.150 x 50 Stainless (5) #SG250 
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Screw Kits 


Smith & Wesson Sideplate Screws 


Quantity 
K Frame (includes 5/64 wrench) (5) #SSK10 
] Frame (includes 5/64 wrench) (5) #SSJ10 


Trigger Guard/Action Screws - wrenches Included 


Remington 700 ADL/BDL (3) #STADL 
Remington 600/660 (2) #ST600 
Ruger 77 (3) #STR77 
Sako (all) (2) #ST100 
Mauser 98/FN (no lock) (2) #STM98 
Winchester 70 (all) (3) #STW70 


includes 5/32 wrench 


Wrenches - Hex Head 


3/32 (1) #5W332 
7/64 (1) #SW764 
9/32 (1) #SW532 
1/16 (1) #SW116 
9/64 (1) #SW564 


Socket Screw Kit 


#S51000 Gunsmithing Socket Screw Kit - 12 each of screws listed below 

3.9mm x 0.6 Anschutz/Walther base 6-32 x 0.250 Import ring 

6-48 x 0.180 Weaver/B-SQUARE base 6-40 x 0.255 Burris ring 

6-48 x 0.255 Weaver base 6-48 x 0.295 Redfield ring (3200/std.) 
8-40 x 0.245 Weaver/B-SQUARE _ base 6-40 x 0.275 Ruger R77 ring 

6-48 x 0.345 Redfield/Leupold base 9-44 x 0.355 Redfield (old style) ring 

6-48 x 0.550 Redfield/Leupold base 8-40 x 0.270 Leupold ring 

6-48 x 0.235 Redfield/Leupold base 6-40 x 0.250 Weavertop ring 

6-48 x 0.395 Redfield/Leupold base 8-40 x 0.505 Redfield Base windage 
8-40 x 0.315 Redfield base 10-32 x 0.290 Redfield Base windage 
6-48 x 0.100 Plug Screw 3/32 , 7/64, 1/8 wrenches 
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Customer Service Hotline 


1-800-433-2909 


(817) 923-0964 


FAX (817) 926-7012 


